Call Us 7 Days A Week Until Midnight! 

800.721.1092 



Healthy Tubs Walk-in Tubs Dealer List 



Model 



xl 



x3 



x5 



Image 



$1749.99 



n/a 



n/a 




S46WR 



$1749.99 



n/a 



n/a 



S53WL 



$1,849 



n/a 



n/a 




S53WR 



$1,849 



n/a 



n/a 




S55WL 



S55WR 



$1,984 



n/a 



$1,984 



n/a 



n/a 



n/a 




rT 



S60WL 




$2,084 



n/a 



n/a 



S60WR 



L 



J46WL 



$2,084 



$2,384 




J46WR 



$2,384 



n/a 



n/a 




J53WL 



$2,584 



$2,554 



$2,522 




J53WR 



$2,584 



$2,554 



$2,522 




J55WL 



$2,684 



$2,622 



$2,561 



r 



$2,684 



$2,622 



$2,561 




J60WL 




J60WR 



[ 



$2,984 




$2,984 



$2,882 



$2,882 



$2,769 




$2,769 



Pinnacle Jetted 
Left 



$3,426 



$3,372 



$3,284 




Pinnale Jetted 
Right 



Headrest 



$3,426 



$3,372 



$3,284 



01 Z^. 



$99 



$79 



$49 




Contoured Heated 
Back Rest 



$399 



$299 



$299 



(¥) 



Chromatherapy 



$275 



$175 



$175 




